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Intercept Computer Update (LD 51) 


ICU messages 


ICU0001 
ICU0002 
ICU0003 
ICU0004 
ICU0005 
ICU0006 
ICU0007 
ICU0008 


Invalid command. 

Too many characters. 

Invalid number of parameters. 

Customer number does not exist. 

ICP, APL, ACD_BAS, MW, SUPP, FTC, or FFC package missing. 
Invalid input. 

ICP does not exist for this customer. 


No customer to update. 
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